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BERLIN FOR RSO, FRANKFURT FOR RTC 

E.O. 11652:GDS 

TAGS: ASEC 

SUBJECT: TECHNICAL SECURITY EQUIPMENT - EAST BERLIN 

1. REGRET THAT IT IS NOT POSSIBLE TO INCLUDE EAST BERLIN 
AUTOSCAN INSTALLATION IN CURRENTLY SCHEDULED TRIP. 

2. WE NOW PLAN TO INSTALL EAST BERLIN AUTOSCAN DURING 
FEBRUARY 1976. 

3. WE ARE POUCHING IMMEDIATELY TO EAST BERLIN ONE MASON A2 
RECEIVER, ONE TELEPHONE ANALYZER, ONE X-RAY KIT WITH 
MIN-X-RAY MODEL 100SS, AND ONE VOM. WE DO NOT PRESENTLY 
HAVE AN NLDD AVAILABLE BUT WE WILL ATTEMPT TO LOCATE ONE 
WHICH MAY BE RECEIVING LITTLE OR NO USE. KISSINGER 
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